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Message Text 


UNCLASSIFIED 

PAGE 01 SANTO 03521 111548Z 

53 

ACTION OPR-02 

INFO OCT-01 ARA-10 ISO-OO PM-04 /017 W 

027942 

R 111436Z AUG 75 

FM AMEMBASSY SANTO DOMINGO 
TO SECSTATE WASHDC 4469 
INFO CINCSOUTH 
DOD WASHDC 

UNCLAS SANTO DOMINGO 3521 

E.O. 11652: N/A 
TAGS: AEMR 

SUBJ: EMERGENCY WATER SHORTAGE - SANTO DOMINGO 

REF: SANTO DOMINGO 2866 

1. SURVEY TEAM REQUESTED IN REFTEL PROVIDED EXCELLENT ADVICE 
TO THE EMBASSY IN REVIEWING ITS PRESENT WATER DELIVERY SYSTEM 

AND MAKING APPROPRIATE ENGINEERING AND LOGISTICAL RECOMMENDATIONS. 
EMBASSY APPRECIATES CINCSOUTH'S IMMEDIATE RESPONSE TO OUR REQUEST. 

2. ONLY ONE RECOMMENDATION OF SURVEY TEAM REMAINS TO BE IMPLE- 
MENTED - THE ACQUISITION OF AN APPROPRIATE NUMBER OF 5-GALLON 
CANS WHICH COULD BE PLACED IN HOUSES AND APARTMENTS OF MISSION 
STAFF AS EMERGENCY WATER SOURCE IN CASE THE CURRENT DROUGHT 
SHOULD WORSEN. EMBASSY BELIEVES THAT AN INITIAL SUPPLY OF 250 
5-GALLON CANS ARE NEEDED. SURVEY TEAM INDICATED THAT CINCSOUTH 
COULD FORWARD THIS AMOUNT OF WATER CANS TO THE EMBASSY VIA THE 
MISSION SUPPORT FLIGHT. 

3. EMBASSY REQUESTS DEPARTMENT CONTACT DOD AND INITIATE 
REQUISITION FROM CINCSOUTH. 

4. PLEASE ADVISE WHEN DELIVERY MAY BE EXPRECTED. 

HURWITCH 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975SANTO03521 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750276-1132 
From: SANTO DOMINGO 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750864/aaaacebo.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OPR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 SANTO DOMINGO 2866 
Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 JAN 2003 by ReddocGW>; APPROVED <09 FEB 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EMERGENCY WATER SHORTAGE - SANTO DOMINGO 
TAGS: AEMR 
To: STATE 
Type: TE 
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